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ENGLISH 




POWER incfcatDr 




CLOCK CAP 



• Insert as indcated three alkaline batteries, type P£i UM3or AA-cells. 
for operation of the racio only 

• Remove the batteries fromthe set if they are exhausted or not to be 
used for a langtirre. 

Batteries contain chertical substances, so tney should be 
disposed of property 



• The packaging troy be separated into two rraterials: cardboard (box) 
and polyethylene (bags). Please observe the local regulations regarding 
the disposal of these packaging rrBterials. 

• Your set consists of rraterials which can be recyded and reused if 
disasserrbled by a spedalia^d corrpany Ask about local regulations on 
recycling your old set. 

- CD not dispose of exhausted batteries with your household waste. 

CLOCK TIME SETTING 

The dock operates on a watch battery When you need to replace the dock 
battery rerrxA^ the dock piece and take it to a jeweller or watch repairer 
for battery n^acerrent. 

X Unscrew the dock cap to open the dcxd<ccrrpartrrent. 

2 Place your hand c^er the dock and gently tip the unit forwards to 
release the dock into your hand. 

3 Pull ard turn the deck wirx^ to adjust the time. When the time is set, 
push the winder back into position. 

4 I nse»t the dock pi ece bock i nto tine ccrrpartrrent and replace the cap 
tightly 



English 



Franc ais 



R<5v UM3orAA cells 



CLOCK CAP TUNING 



Phi UPS CONSUMER ELECTRONICS COMPANY 

A Division of Philips Bectronics North America Corporation 
Knoxville, Tennessee 37914^1810, U.S.A. 




X Press the POWER button to switch on the radio. 

- The power indicator lights up 

2 Press VOLUME ▲ orT once or more to adjust volume level. 

3 Adj let RVVAM switch to select wa^xixl 

4 TumTUNINGtottJietoradiostatioris. 

To irrprove tBcerjbon 

FM: A pigtail antenna is tucked inside the battery ccrrpartrrent. Open 
the battery door to obtain the pigtail. Extend and position the pigtail 
through the pigtail outlet (located on the fower edge of the battery 
door) before you replace the battery door securely 
AM: The set is provided with a built-in antenna. Turn the entire set to 
find the best position. 

5 Press the POWER button agai n to switch off the ratio. 

- The power indicator goes out 



GENERAL INFORMATION 



IMPORTANT 

NOT to be i rrmersed or put i nto conti puole contact with water! 



Do not expose the set to rai n, moisture, crhighhurridity for long 
periods of time, or to excessive heat for example heati ncj equi prrert, 
cars parked in direct sunlight. 

Use a soft, slighdycerrpened chamois leather to dean tine housing Do 
not use ary strong or corrosive d earing agerts such as thinner, 
bena=ne, etc as these nray spoil your set 



M si t air Wfari d VW de Wfefo Site at httpy/www.phi I i p3iTocriarvox.com 

Prirted in Hong Kong TCtextyRB'9645 



The set ccrrplies with the FCC-RiJes, Part 15. 
Operation is subject to the follcwircj two ccrrJtions: 
1 This device rray not cause harmful irterference, and 
Z ThiscteviaBrrustaoceptarvinterfe 

irterference that rray cause undssiredeperati on 



Lappareil repond aux norrnes FCC, Part 15. 
Fbrcticrrerrert sourris aux deux corriticns suivantes: 
1 Get appareil nedoit pas prcwx|iJErcrirterfererT3e5 raj siloes, et 
Z Get appareil doit aoceptertoute inberfererxe recue^ ycrjmpris les 
interferences susceptibles de prcwDquer un fcrrjticrerrert peu 



B aparato currple las norrras FCC Parte 15 
Fund onarriento deperrJ ente de dos ccrri d cries si guientes: 
1 Este aparato no puecte prcwDcar i rterferenda dahi na, y 
Z Este aparato debe aceptar cual qui er i rterferend a reo b da, 

irrJuyendo las i rterferend as que pueden prcvocar un 

fund onarriento insufidente. 



TROUBLESHOOnNG 

If a fault occurs, first check the points listed below before taking the set for 
repair. If you are unable to remedy the prcrjIembyfollcwircjtiTese hints, 
consult your dealer or service center. 

Under \~r> d iTiJTEtarces shoU d you try to repai r the set 
yourself, as this would invalidate your guarantee. 



Nopower 



- Wrong battery polarity 
• Insert batteries correctly 



• Replace batteries 

Cock inaccurate/ does not work 

- Time not adj usted/ battery exhausted 

- See CLOCK TIME SETTING 

No sound (see also No power) 



- \^urre is turned down 

- Turn up volume 

Severe radio hurnfcf stortion 



FM reception poor 

Extend and position the FM pigtail antema 

Set too dose to TV ccrrpuber, etc. 

Mcmb set away fromother electrical eQjpmert 



The model nurrber is found on the bottom of the set. 
The production nurrber is i n the battery ccrrpattrrert 



FRANCAIS 



ESFVXNOL 



AJJ MENTATION 
Piles 

• Inserez les trois piles alcalinss, type Rfi UM3ou AAcorrrreinoSque, 
uriquerrert pour leforrticrriemert de la radio. 

• Retirez les dies cU ccrrpartirrert si el les sort vides ou si el les n'ort 
pas ete utilisees pendant un long moment. 

Les piles conti ement des substances crirriojues, done eJles 
dbivent etre jetees selon les notrres de I 'envi ro nn e m e n t 

Rermtque concemant I'envi romerrEnt 

• Eerrballage est compose de deux rrEfceriaux: le carton (pour la bate) et 
le polyethylene (pour les sachets). N^ullez observer les reglerrertaticns 
locales oorcemant lerebut deces irateriauxcferrballage. 

• \£jtre appareil se con-pose de iTBbsriaux recydables et recti I i sables 
apres ete tries par unesodete^specialisee. Penseignez-vous sur les 
reglenertations locales concemant le n=cydagede\ctreanden 
appareil. 

• Ne jetez pas les piles usees avecvos ordures menageres. 



SUMINI STRODE ENERGIA 



Pi las 

• Para hacer fund onar solo la radio inserte, corroseindica, tres pilas 
alcalinastipo R& UM3oAA 

- Si las pilas estan ctesgastadas o no va a utilizar el aparato durante 

mudnotierrpo, saquelas del aparato 
Las pilas conti enen sustancias qufrricas peligrosas par lo ojue 
debera tirarlas de acuerdo a la normab va vicjente. 

Aduertencia mBcfoambiental: 

• B errbalaje puede separarse en dos rreteriales: carton (la caja) y 
polietileno {las bcJsas). Cuando tire estos rrBteriales de errbalaje, 
hagalo ccrforrre a la ncrrrativa desu localidad 

• Su aparato conti ene rrBteriales que se pueden reddar y utili^r 
pesteriorrrente si les lle^o para que los desrrcnte una oairpana 
espedali^da. Informesesobre la ncrrrativa referente a aparatcs viejos. 

• No tire las pilas desgastadas a la basura de su casa. 



REGLAGE DE EHORLOGE 

Ll"o1ocje fcrTctio(T"ie avec L.rie botterie pcx r Ito(1oc^. l_orsque vous devez 
rerrplacer la batterie en question, erievez la section cfhorloge et 
esTiTTJTRZ-la ctTez le t^joctiei" cu dnez L.n liorlocjei" porr - effectual" le 
terrplacerrert de la batterie 

1 DevissezlecrxA^rdecerhoricc^pourou^ 

2 Racez I'liotlocje dif^s votre nxiin et apfxyez cbx.r:ejT"Fnt slj" 1'L.rite pctT" 
fairesortir rhorloge vers 1'avart 

3 Ti rez si le becten et tct jnez pet rec^ ei" I ' I nacre. Une fci s I ' iTairt? 
reglee, repoussezle bouton en place. 

4 Introciisez a rxxA^orj la sectiofn hnrlocje dafis le cof^i-rtimFjT et 
rerrettez lecouverde den en place.. 



B reloj fundona con una pila de relqj. Cuanob necesite reerrplazarla, 
oesnrortee! reloj y lleveloal joyeroo relqjero para que se la rarrbie 

1 Destcrrillelatapactel relcj paraabrirel ccrrpartirriento. 

2 Ponga una rranosobreeJ reloj y vuelque la uri dad con aJ dado had a 
del ante para que el relqj caiga sobre su rrano. 

3 Para ponerel relqj en hora, tire de la corona ygfrela. Una vez puesto en 
hora, pulse la corona en su posiddn. 

4 Cblocpeel reloj en el ccrrpartimertoyfijelatapa. 



RECEPTEUR RADIO 

1 Affxty&z SL.r le becton POWB^ pcxr" al I LiTrr la rixio. 

- I^terrancfalinrertaticns'allurre. 

2 Appuyezsur\ADLUME A ouT urefois cxj c^sntage pour regler le 
volume. 

3 Mettezleselecteur HVVMW(ou LVU) en position requise pour 
se^ectionner la longueur cfonde. 

4 TbumezsurlebcxjtonTrtJNINGpourt^^ 

Pour anreliorer la reception 

FM: Unearteme flexible est insereedans leccrrparttrrent a piles. 
CLMez le dapet cijcorrpartirrent a piles pour fai re sorti r I 'arterre 
flexide Scrtezet pesi ti ornez I ' antenne f I exi d e par fori fice prevu (situe 
a la section inferieuredudapet)et rerrettez ledapet den en place. 
MW(AM ou LW): Lappareil est pourvu cf une artenne irtegree. 
Qientezl'appareil dans tous les sens pour determiner la meilleure 
position de reception 

5 Appuyez a rxxA^tiu sir le txxtori PCWER peer etcindre la riicio. 

- Le terroi n cf al i rrertation s'etei nt. 




IMPORTANT 

NE jamais irrrrerojer ri n fc^llre en contact perrnanent avec I'eau! 



- Ne pas expeser I 'appareil a la pluie, a la moisissure ou a rhurridtie 
elevee pendant des periodes prdcrigees, ri a Lre chaleur excessive 
produte pir excnple p~r c^s enci perT"^nts ci^ dTatifacje, desvoitures 
staticrnees en deinsdeil. 

• Utilisez une peau de charrois douce et legeremert hurride pour nettoyer 
lebdftier: N'ufjlisez pas de procLits cte rettcyage abrasifs ou corrcsifs 
tels quedluarts, ben^nes, etc, carces procLits peuvert endorrrrager 
vctre appareil. 



1 Presi one el boton de POUUER para erxender la racJo 

- B irrJcactarcepcteraaseendende. 

2 Presi one VOLUME ▲ oT una o rres veces para ajustarel volurren 

3 Rara selecricrca- la borxii de ordas, aj irte cJ tioton FM/MW {o LW). 

4 De vueltas a la rueda cJeTUNING para sirtorisr las erriscras. 

Para mejoraf la necepcion 

FM: Dentrodel ccrrpartirriento de las pilas eroDnbara una antena 
flexible. Abra la tapa de las pilas para sacar la antena. Extiendala y 
coloquela atiaves de lasalida (situada en el borde inferior del a tapa 
del ccrrpartj nierto) antes de procederal derre. 

MW (AM o LW): B aparato posee una antena inccrporada. Mueva et 
aparato ccrrp" eto hasta conseguir la mejor posidon. 

5 Presi ccie el boton POAHl cJe ruc^vo pira af.">"iccr I a i _ aci o. 

- B indcadcrcepcteraaseapaga. 

INFORMAOGN GENERAL 



IMPORTANTE 

iNOsedebesunretajrel aparato en el agua o dejarlo en oontacto 
prolongado con la msma! 



• Nloexponga el aparato a la lluwa, ccrdensadon o riveles altos de 
hurredad durarte untierrpo prolcjngado, oal calor excesivo, ej. 
cal ef actcres, coches aparoados al sol, etc 

• Utilice una garrLra suave y ligerarrerte h_rrededda para lirrpiar la 
cubierta. No ub I ice ptcductcs de I i rrpieza fuertes o corrosives corro 
dsolvertes, bendna, etc ya que estos pueden danario. 



DEPI STAGE DES ANOMALIES 

En cas cf anorral ies, oGrtrolezcfarjord les points merticrrees sur la liste 
avart defaire reparer I 'appareil. Si vous n'etes pas capable de remedierau 
prabJerreensuvartoesconseils, cc*Tsi.itez votre ccna=^si enrol i"e ou le 
service apres- verte. 

AUa AOtlC N'essayez en auciJi cas da i^^-res" vouvn"r*7ip 
I'appareil, car ced faittorriDerlagarartieaecreance. 

Pas cf al i mentation 

- Polarite ircorrectedes piles 

- IrtrocUsezccrtecterrert les piles 

- Piles usees 

- Rerrplacez les piles 

Regjacje cfnoriogje incomacl/ nefcndiorre pas 



- Terrps non regie/ pile usee 




- \Am\ REGLAGE DE L'KEURE 




Pas de son (voi r egalerrent 


^s cf al i mentation) 


- Le volume est faible 




• Augrrenter le volurre 




Gresi 1 lenrerts/dBfcmrcriiorE 


irrportants 



- Faible reception FM 

* Scrtezet pcGiticrriez ranterne flexible FM 

- Lappareil se situe trap pres cfunteleviseur, cf unorrJnateur; etc 

* Boignez I'appareil des autres equiperrerts electriques 



PROBLEMAS Y SOUUCJONES 

Si ocurreunfallo, antes de llevarel aparato a reparar, siga los consejos 
que ledarros a cortinuadon. Si, despues deseguir los consejos no 
aorBicjuesoludonare! prablerrB, pdfTccise en coctacto ccn si..i cJ stri bci err 
o certro de servido. 

AcAierbencia: Nodebe intertar, bajo ningun pretexto, reparar el 
aparato Vd. rrismo, yaquesi lohace, invalicara su garartfa. 

No se enciende 

- Las pilas estan rral colocadas (pdaridadecMvocada). 

• Inserte las pilas ccrtectarrente 

- Las pilas estan gastadas 

• Las pilas estan gastadas 

H reloj no da la horaexacta/ nofunciona 

- Nose ha fijado la hora/ la pilaesta gastada 

- \>ea la secdon PARA AJ USTAR EL RELOJ 

No hay sorido (vea tarrbien No se enciende) 

- B volurren esta derrasiado bajo 

- Suba ei volurren 

Acusada cistPision/ajTrtado en la radio 

- Mala recepdon de FM 

* Extienda y reposidone la antena flexible ete FM 

- B aparato esta derrasiado cerca de la television o del ordenador, etc 

* Posidoneel aparato a un I ugaralej ado cteequi pos electricos. 



Le rxjrero du modeleest inoSquea la section irferieure del 'appareil. 
Le nurrero de production est irriquedaris lecrjrrT^rtirrenta piles 



B nurrero del model o se hall a en la parte irferiorctel aparato 
B rLrrero de produeddn esta en el crjrrpartirrientodelas pilas 



SAFETY INSTRUCTIONS 



LIMITED WARRANTY 



Read before operating equipment 

This product was desigjied and manufactured to meet strict quality and 
safety standards. - !" here are, however, some installation and operation 
precautions which you should be particularly aware of. 



1_ Read Instructions - All the safety and operating instructions should 
be read before the appliance is operated. 

2. Retain Instructions - The safety and operating instructions should 
be retained for future reference. 

3. Heed Warnings - All warnings on the appliance and in the operating 
instructions should be adhered to. 

4. Follow Instructions - All operating and use instructions should be 
followed. 

5. Water and Moisture -The appliance should not be used near water 
- for example, near a bathtub, washbowl, kitchen sink, laundry tub, in 
a wet basement or near a swimming pool, etc. 

6. Heat - The appliance should be situated away from heat sources 
such as radiators, heat registers, stoves, or other appliances 
(including amplifiers) that produce heat. 



7. Cleaning -The appliance should be cleaned only as recommended 
by the manufacturer. 

8. Object and Liquid Entry - Care should be taken so that objects do 
not fall and liquids are not spilled into the enclosure through 
openings. 

9. Damage Requiring Service - The appliance should be serviced by 
qualified service personnel when: 

A. Objects have fallen, or liquid has spilled into the appliance; or 

B. The appliance has been exposed to rain; or 

C. The appliance does not appear to operate normally or exhibits 
a marked change in performance; or 

D. The appliance has been dropped, or the enclosure damaged. 

10. Servicing -The user should not attempt to service the appliance 
beyond that described in the operating instructions.AII other 
servicing should be referred to qualified service personnel 
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PORTABLE AUDIO 

90 Days Free ExchangeThis product must be carried in for an 
exchange. 



WHO IS COVERED? 

You trust have proof of purchase to exchange the product. A sales 
receipt or other document showing that you purchased the product is 
considered proof of purchase. Attach it to this owner's manual and keep 
both nearby 

WHAT IS COVERED? 

Warranty coverage begins the day you buy your product. For 90 days 
thereafter, a defective or inoperative product will be replaced with a 
new, renewed or comparable product at no charge to you. A 
replacement product is covered only for the original warranty period. 
When the warranty on the original product expires, the warranty on 
the replacement product also expires. 

WHAT IS EXCLUDED? 

Your warranty does not cover: 

• labor charges for installation or setup of the product, adjustment of 
customer controls on the product, and installation or repair of 
antenna systems outside of the product. 

• product repair and/or part replacement because of misuse, accident, 
unauthorized repair or other cause not within the control of Philips 
Consumer Electronics Company 

• reception problems caused by signal conditions or cable or antenna 
systems outside the unit. 

• a product that requires modification or adaptation to enable it to 
operate in any country other than the country for which it was 
designed, manufactured, approved and/or authorized, or repair of 
products damaged by these modifications. 

• incidental or consequential damages resulting from the product. 
(Some states do not allow the exclusion of incidental or 



consequential damages, so the above exclusion may not apply to you. 
This includes, but is not limited to, prerecorded material, whether 
copyrighted or not copyrighted.) 
• a product used for commercial or institutional purposes 

WHERE IS EXCHANGE AVAILABLE? 

You may exchange the product in all countries where the product is 
officially distributed by Philips Consumer Electronics Company In 
countries where Philips Consumer Electronics Company does not 
distribute the product, the local Philips service organization will attempt 
to provide a replacement product (although there may be a delay if the 
appropriate product is not readily available). 

BEFORE REQUESTING EXCHANGE... 

Please check your owner's manual before requesting an exchange. 
Adjustments of the controls discussed there may save you a trip 

Philips Service Solutions Group, RO. Box 555, 
Jefferson City/Tennessee 37760, (423) 475-8869 

EXCHANGING A PRODUCT IN U.SA., 
PUERTO RICO OR U.S.VIRGIN ISLANDS... 

Contact your dealer to arrange an exchange. O r, ship the product, 
insured and freidht prepaid, and with proof of purchase enclosed, to the 
address listed below. 

Small Product Service Center 
Philips Service Company 
907 Snapps Ferry Road, Plant 2, Building 6 
Greeneville,TN 37743 
(In U.SlA., Puerto Rico and U.S. Virgin Islands, all implied warranties, 
including implied warranties of merchantability and fitness for a 
particular purpose, are limited in duration to the duration of this 
express warranty. But, because some states do not allow limitations on 
how long an implied warranty may last, this limitation may not apply to 
you.) 



EXCHANGING A PRODUCT IN CANADA... 

Contact your dealer to arrange an exchange. O r, ship the product, 
insured and freidht prepaid, and with proof of purchase enclosed, to one 
of the Philips consumer service centers listed below. 

Philips Electronics Ltd. 
601 Milner Avenue, Scarborough, Ontario, M1B 1M8 
(416) 292-5161 
4977 Levy Street, St. Laurent, Quebec, H4R 2N9 

(514) 956-0120 
1741 Boundary Road, Vancouver, B.C.,V5M 3Y7 
(604) 294-3441 

(In Canada this warranty is gven in lieu of all other warranties. No other 
warranties are expressed or implied, including any implied warranties of 
merchantability or fitness for a particular purpose. Philips is not liable 
under any circumstances for any direct, indirect, special, incidental or 
consequential damages, howsoever incurred, even if notified of the 
possibility of such damages) 

TO GET OUT-OF-WARRANTY EXCHANGE... 

In U.SA., Puerto Rico or U.S Virgin Islands, contact Philips Service 
Company at (800) 851-8885 to obtain the cost of out-of-warranty 
exchange. Then carefully pack the product and ship it to the Small 
Product Service Center (address listed above). In Canada, contact the 
nearest Philips consumer service center (phone number and address 
listed above) to obtain the cost of out-of-warranty exchange. Then 
carefully pack the product and ship it to that service center. 

This warranty gives you spedfic legal rights. You may have other rights which 
vary from state/province to state/province. 
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CONSEILSDE SECURITE 



GARANTIE LI MIT EE 



A lire avant de faire marcher le materiel 

Ce produit a ete congu et fabrique en confbrrrite avec des normes 
strictes de qualite et de securite. II y a, cependant, certains precautions 
d'installation et d'operation qu'il faut special errent observer. 



1_ Lisez les instructions - II faut lire toutes les instructions de securite 
et d'operation avant de faire marcher I'appareil. 

2. Gardez les instructions - II faut garder les instructions de securite 
et d'operation pour pouvoir s'y refer er a I'avenir. 

3. Faites attention aux avertissements - II faut observer to us les aver- 
tissements colles a I'appareil et ecrits dans le manuel d'instructions. 

4. Suivez bien les instructions - II faut suivre toutes les instructions 
d'operation et d'utilisation. 

5. Eau et hurridite - L'appareil ne devrait pas etre utilise pres de I'eau 
(par exemple, pres d'un baignoire, d'un lavabo, de I'evier, dans un 
sous-sol hurride ou pres d'une piscine. 

6. Chaleur - II faut situer 1'appareil a I'ecart des sources de chaleur 
telles que les radiateurs, les touches de chaleur, les fours ou d'au- 
tres appareils (y compris les amplificateurs) qui produisent de la 
chaleur. 



7. Nettoyage - II faut nettoyer 1'appareil uniquement de lafacon re- 
conrmandee par le fabricant. 

8. Entree des objets et des liquides - Evitez de laisser tomber des 
objets ou des liquides par les ouvertures de I'enclos. 

9. Dorrmages qu'il faut faire reparer - II faut faire reparer I'appareil par 
un technicien qualifie lorsque: 

A. On a laisse tomber des objets ou du liquide dans l'appareil ou 

B. On a expose l'appareil a la pluieou 

C. L'appareil ne parat pas marcher normalement ou presente de 
glands changements d'operation ou 

D. On a laissee tomber l'appareil ou endommager le coffret. 

10. Service apres-vente - L'utilisateur ne doit pas tenter de reparer l'ap- 
pareil sauf les reparations decrites dans les instructions d'operation. 
Toutes les autres reparations doivent etre effectuees par un tech- 
nicien qualifie. 
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SYSTEME SONORE PORTABLE 

Echanga g-atuite pendant 90 jours II faut porter ce produit a un centre 
de service pour I'echanger. 

QUI ESTCOUVERT? 

II faudra presenter une preuve d'achat pour pouvoir beneficier des 
services de la garantie. Le recu, la facture ou un autre document portant 
la date d'achat qui prouve que vous avez bien achete le produit est 
considere comme preuve d'achat. L'attacher a ce manuel d'emploi et les 
garder tous les deux a portee de main. 
QU'EST-CE QUI EST COUVERT ? 

La couverture de la garantie entre en vigueur le jour ou vous achetez le 
produit. Pendant 90 jours a compter de cette date, tout produit 
defect ueux ou qui ne fonctionne pas sera rerrplace par un produit neuf, 
renouvele ou un produit comparable sansfrais aucun au consorrrnateur. 
Un produit de remplacement n'est couvert que pendant la periode non- 
ecoulee de garantie d'origjne. Lorsque la garantie du produit d'origne 
vient a terme, la garantie du produit de r emplacement est terrrinee 
aussi. 

QU'EST-CE QUI EST EXCLU DE LA GARANTIE ? 

La garantie ne couvre pas: 

• les frais de main d'ceuvre pour installer ou preparer, pour regler les 
corrrnandes et pour installer ou reparer les systemes d'antenne a 
I'exterieur du produit. 

• la reparation du produit et/ou d'une piece pour cause du mauvais 
emploi, d'accident, de reparations non-agreees ou d'une autre raison 
qui ne peut pas etre controlee par Philips Consumer Electronics 
Company 

• des problemes de reception dus a des conditions de signal, au cable 
ou aux systemes d'antenne a I'exterieur de I'unite. 

• un produit qui necessite des modifications ou adaptations pour lui 
permettre de fbnctionner dens un pays autre que le pays pour lequel il a 
ete congu, fabrique, agree et/ou autorise, ou la reparation des produits 
endorrrnages par de telles modifications. 

• des dorrmages indirects ou consequents qui resultent du produit. 



(Certains etats ou provinces ne permettent pas ('exclusion de 
dorrmages indirects ou consequents. II est done possible que 
I'exclusion ci-dessus ne s'applique pas au cas present. Cela comprend, 
mais de facpn no n- 1 imitative, des enregistrements, qu'ils soient 
proteges ou ran par les lois sur les droits d'auteur). 
• un appareil achete, utilise ou repare en dehors des Etats-Unis, de 
Porto Rico, des Ties Vierges ou du Canada ou utilise a des fins 
corrmerciales ou institutionnelles (y compris mais ran lirrites aux 
appareils utilises pour la location). 
OU L' EC HANG E EST-ELLE PRO PO SEE ? 
Le produit pourra s'echanger dans tous les pays ou le produit est 
distribue officiellement par Philips Consumer Electronics Company 
Dans des pays ou Philips Consumer Electronics Company ne distribue 
pas le produit, l'organisme local de service Philips tentera de fournir un 
produit de remplacement (mais il pourra y avoir des retards si le bon 
produit n'est pas facilement disponible). 
AVANT DE DEMANDER UNE ECHANGE... 
Veuillez consulter le manuel d'instructions avant de derrander un produit 
d'echange. Un petit reglage d'une des corrrnandes expHque dans le manuel 
d'instructions pourrait eviter de fare un trajet. 

Philips Service Solutions Group, P.O. Box 555, Jefferson C ity, 
Tennessee 37760 E.-U., (423) 475-8869 

POUR BENEFICIER DE L'ECHANGE GARANTIE AUX E.-U., 
AU PUERTO RICO OU DANS LES ILES VIERGES 
AMERICAINES... 

Contacter votre vendeur pour arranger Techange. Ou bien, renvoyer le 
produit, fret et assurances payes, avec preuve d'achat incluse, a I'adresse 
ci-dessous : 

Small Product Service Center 
Philips Service Company 
907 Snapps Ferry Road, Plant 2, Building 6 
Greeneville,TN 37743 E.-U. 
(Aux E.-U., au Puerto Rico et aux Ties Vierges, toute garantie implicite, y 
compris des garanties de vendabilite et d'aptitude a un but specifique, est 



lirritee a la duree de cette garantie explicite. Mais, etant donne que certains 
etats et provinces ne permettent pas de lirrite la duree d'une garantie 
implicite, cette limitation pourrait ne pas s'appliquer au cas present.) 

POUR BENEFICIER D'UNE ECHANGE GARANTIE AU 
CANADA... 

Contacter votre vendeur pour arranger I'echange. Ou bien, renvoyer le 
produit, fret et assurances payes, avec preuve d'achat incluse, a une des 
adresses ci-dessous : 

Philips Electronics Ltd. 
601 Milner Avenue, Scarborough, Ontario, M1B 1M8 
(416) 292-5161 
4977 Levy Street, St. Laurent, Quebec, H4R 2N9 

(514) 956-0120 
1741 Boundary Road, Vancouver, B.C.,V5M 3Y7 
(604) 294-3441 

(Au Canada, cette garantie est consentie a la place de toute autre garantie. 
Aucune autre garantie n'est donnee, qu'elle soit explicite ou irrplidte, y 
compris une garantie implicite de vendabilite ou d'aptitude a un but 
specifique. Philips n'est pas, en aucun cas, responsable des dorrmages, qu'ils 
soit directs ou indirects, sped aux, secondaires ou consequents, quels que 
soient leurs orignes, metre en presence d'une notification de la possibilite 
de tds dorrmages.) 

POUR UNE ECHANGE HORS GARANTIE... 

Aux E.-U., au Puerto Rico ou aux Ties Vierges americaines, contacter Philips 
Service Company au (800) 851-8885 pour savoir le prix d'une echance non 
couverte par la garantie. Puis errballer le produit avec soins et le renvoyer au 
Small Product Service Center (adresse ci-dessus). Au Canada, contacter le 
centre Philips de service aux consorrmateurs le plus pres (nurreros de 
telephone et adresses ci-dessus) pour savoir le prix d'une echange non 
couverte par la garantie. Puis errballer avec soins le produit et le renvoyer a 
ce centre de service. 
Cette garantie vous dcrme des droits legaux speofiques et vous pourriez avoir 
dautres droits qui variert d'etat en etat et de proince en province. 
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INSTRUCCIONES SOBRE SEGURIDAD GARANTIA LIMITADA 



Lealas antes de hacer funcionar el equipo 

Este producto fue disehado para currplir con normas rigurosas de cali- 
dad y seguridad. No obstante, existen algjnas medidas de precaucion 
para la instalacion y funcionarriento con las que Ud. debe farriliarizarse 
en particular. 



1_ Lea las instrucciones - Todas las instrucciones de seguridad y 
funcionarriento deben leerse antes de hacer funcionar el aparato. 

2. Guarde las instrucciones - Deben guardarse las instrucciones de 
seguridad y funcionarriento para consultas futuras. 

3. Preste atencion a las advertencias - Ud. debe observar todas las 
advertencies en el aparato y en las instrucciones de funcionarriento. 

4. Sga las instrucciones - Ud. debe seguir todas las instrucciones de 
funcionarriento y uso. 

5. Agua y humedad - El aparato no debe usarse cerca de agua, por 
ejemplo, cerca de un baho, lavabo, fregadero, tina para lavar ropa, en 
un sotano humedo o cerca de una piscina, etc. 

6. Calor - El aparato debe situarse lejos de fijentes de calor, tales 
conro radiadores, rejillas para calefaccion, hornos u otros aparatos 
(inclusive arrplificadores) que puedan produdr calor. 



7. Umpieza - B aparato solo debe lirrpiarse de acuerdo con las recorren- 
daciones del fabricante. 

8. Entrada de objetos extranos o de liquidos Hay que tener cuidado para 
que ningun objeto caiga dentro y tambien para que no se derrarre 
ningjn liquido dentro de las aberturas de la caja del aparato. 

9. Dam que requiere servicio - B aparato solo debe ser reparado por 
un tecnico calificado cuando: 

A. Algjn objeto hay ca'do dentro del aparato o se ha derramado algjn 
liquido dentro de rrisrro; o 

B. El aparato ha si do expuesto a lluvia; o 

C. El aparato no par ceo funcionar normal mente o exhibe un cam- 
bio marcado en su funcionarriento; o 

D. El aparato se ha ca'do o ha habido daho a su caja 

10. Servicio - El usuario no debe tratar de reparar el aparato mas alia 
de lo descrito en las instrucciones de fund onamento. Toda otra re- 
paration o mantenirriento debe dejarse a cargo del personal tecnico 
calificado paratal finalidad. 
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SI ST E MA DE AUDIO PORJATIL 

Cambio gratis por 90 dias. Se necesita presentarse en persona con este 
producto para cambiarlo. 

iQUIEN TIENE PROTECCION? 

Usted debe tener su comprobante de venta para cambiar el producto. 
U na nota de venta u otro documento mostrando que usted compro eJ 
producto se consider a un comprobante de venta AdjunteJo a este ma- 
nual de instrucciones y retengalo a la mano. 
cQUECUBRE? 

La proteccion bajo la garantia comienza el mismo dia en que usted 

co mora el producto. Durante 90 dfas a parti r de esta fecha, se reerrplazara 

un producto i no per arte o defect uoso con otro nuevo, renovado o 

comparable sin cargp alguno. Un producto de reemplazo tiene cobertura 

solo durante el periodo de la garantia original. Una vez que venza la 

garantia original del producto, tambien habra vend do la garantia del 

producto de reemplazo. 

<QUE EXCLUYE LA GARANTIA? 

Su garantia no cubre: 

• cobras por mano de obra durante la instalacion o montaje del 
producto, ajuste de los controles del cliente o de preferencia e 
instalacion o reparacion de los sisterrBS con antena fuera de la unidad. 

• reparacion del producto y/o reemplazo de piezas, a ra'z de uso 
indebido, accidente, reparacion no autorizada u otra causa no bajo el 
control de Philips Consumer Electronics Company 

• problemas de reception ocasionados por condiciones de sehales o 
sistemas de cable o de antena fuera de la unidad. 

• un producto que requiera modificacion o adaptacion para que opere 
en un pa's que no sea el pa's para el que fue concebido, fabricado, 
aprobado y/o autorizado, o la reparacion de productos danados por 
tales modificaciones. 

• dahos inci dental es o consecuentes que resulten del producto. 
(Algunos estados no perrriten la exclusion por dahos inci dental es o 
consecuentes, de rrodo que es posible que la exclusion arriba indicada 
no le sea aplicable a usted. Esto incluye, sin lirritarse, material es 
pregrabados con o sin anrparo de derechos de autor.) 



• Una unidad que se ha comprado, usado o reparado fuera de los 
EE.UU., Puerto Rico, las IslasVirgenes y el Canada, o que se ha usado 
para fines comerciales o institucionales (inclusive productos usados 
con fines de arrendarriento, pero sin lirritarse a estos). 

cDONDE SE EFECTUA EL CAMBIO? 

Usted puede carrbiar el producto en todos los pa'ses con distribution oficial 
del producto por Philips Consurrer Bectronics Company. En pa'ses donde 
Philips Consurrer Bectronics Company no distribuye el producto, la entidad 
local de servicio Philips tratara de darle un producto de reemplazo (aunque 
puede haber derrara si el producto apropiado no estafacilrrente disponibe). 
ANTES DE PEDIR UN CAMBIO... 

Favor de consul tar el manual de instrucciones antes de pedir un 
cambio. A Igjnos ajustes de los controles segun las indicaciones en el 
manual podrian ahorrarle un viaje. 

Philips Service Solutions Group, P.O. Box 555, Jefferson City, 
Tennessee 37760 USA, (423) 475-8869 

PARA CAMBIAR UN PRODUCTO EN LOS EE.UU., 
PUERTO RICO O LAS ISLASVIRGENES... 

Comuniquese con su distribuidor para concertar el carrbio.Tarnbien, 
usted puede enviar el producto con el seguro y transporte o franqueo 
prepagados, adjuntando el comprobante de venta y enviandolo a la 
direccion a continuacion: 

Small Product Service Center 
Philips Service Company 
907 Snapps Ferry Road, Plant 2, Building 6 
Greeneville,TN 37743 USA 
(En los EE.UU., Puerto Rico o las IslasVirgenes, toda garantia implicita, 
inclusive las garantias implicitas de comerciablidad y aptitud para un 
proposito en particular, estan lirritadas en cuanto a duradon al plazo de esta 
garantia expresa Puesto que algunos estados no perrriten lirritadones sobre 
la duracion de una ^rantia implidta, es posible que la linitacion arriba 
indicada no le sea aplicable a usted.) 



PARA CAMBIAR UN PRODUCTO EN EL CANADA... 

Comuniquese con su distribuidor para concertar el carrtoio.Tanrbien, 
usted puede enviar el producto con el seguro y transporte o franqueo 
prepagados, adjuntando el comprobante de venta y enviandolo a uno de 
los centros de servicio Philips para el consurridor dados a continuacion: 
Philips Electronics Ltd. 
601 Milner Avenue, Scarborough, Ontario, M1B 1M8 
(416) 292-5161 
4977 Levy Street, St. Laurent, Q uebec, H4R 2N9 

(514) 956-0120 
1741 Boundary Road, Vancouver, B.C.,V5M 3Y7 
(604) 294-3441 

(En el Canada, esta garantia es otorgada en lugar de toda otra garantia 
N o se otorga ninguna otra garantia expresa ni implicita, 
comprendiendose aqui ninguna garantia implicita de comerciabilidad o 
aptitud para proposito alguno. Philips no sera responsable bajo 
circunstancia alguna por dahos y perjuicios directos, indirectos, especiales, 
inci dental es o consecuentes, i ndependi enterrente de la manera 
ocasionada, aun con notificacion de la posibilidad de los rrismos.) 
PARA CAMBIAR UN PRODUCTO DESPUES DE VENCER LA 
GARANTIA... 

En los EE.UU., Puerto Rico o las IslasVirgenes, comuniquese con Philips 
Service Company llamendo al (800) 851-8885 para obtener el costo de 
cambio de un producto despues de veneer la cprantia Luego empaque 
el producto con cuidado y envfelo al Small Product Service Center, a la 
direccion arriba En el Canada, comuniquese con el centro de servicio 
Philips para el consurridor mas cercano, a la direccion y telefono arriba 
indicados, para obtener el costo de cambio de un producto despues de 
veneer la garantia Luego empaque el producto con cuidado y envfelo a 
aquel centro de servicio. 

Esta garantia le otorga derechos legales espeo'ficos y usted podria gozar de 
otros derechos que varian de un estado a otra 
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